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TAGS: OGEN, ETRD, TBIO, JA 

SUBJECT: GDA ADVISORY-DEFECTIVE DIAGNOSTIC PRODUCT-SUSPECT CULTURE 
MEDIA 

FDA ADVISES THAT THE PRODUCT SORANASE, MANUFACTURED BY 
DIAGNOSTIC RESEARCH, INC. (DIVISION OF CORNING GLASS WORKS) 

25 LUMBER ROAD. ROSLYN, N.Y. 11576; LOT NOS.: 740506, 

740524, 740625, 740715, 740723, 740805, 740806, 740830, 

740913, 741015, 741108, 741211, 741212, 750102, 750203, 

ARE BEING RECALLED TO THE CONSIGNEE (USER) LEVEL. 

SORANASE CONSISTS OF A 9ML. GLASS, CONSTRICTED, SCREW- 
CAPPED TUBE CONTAINING 4 MEDIA IN ONE TUBE FOR DIFFERENTI- 
ACTION OF ENTEROBACTER AEROGENES, ENTEROBACTER HAFNIA, 

SERRATIA MARCESCENS, SERRATIA LIQUEFACIEN S , AND NON-H2S 
SALMONELLA. THE TUBES BEAR THE PRODUCT NAME, LIST OF 
REACTIVE INGREDIENTS, USES, LOT NUMBER, AND EXPIRATION 
DATE. THE TUBES ARE PACKED 40 PER CARTON AND A BOOKLET 
OF INSTRUCTIONS IS INCLUDED IN THE BOX. THE PRODUCT 
BEING RECALLED WAS MANUFACTURED AND DISTRIBUTED BETWEEN 
MAY 1974 AND MARCH 1975. 

THE REASON FOR THE RECALL IS THAT A QUESTIONABLE REACTION 
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DIFFERENTIATING BETWEEN SERRATIA MARCESCENS, AND SERRATIA 
LIQUEFACIENS. 

POST IS REQUESTED TO DETERMINE IF CONSIGNEE HAS BEEN 
NOTIFIED OF RECALL BY MANUFACTURER AND IS FAMILIAR WITH 
DETAILS THEREOF. 

FOREIGN CONSIGNEE AS FOLLOWS: 

IWAKI & CO., LTD., 1 -NIHOMB ASHI HONCHO, 4-CHOME, 

CHUO-KU, TOKYO, JAPAN. END 
KISSINGER 
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